ST.  PETER'S  EPISCOPAL  CHURCH 

654  North  Easton  Road 
Glenside,  Pennsylvania 


The  Reverend  Robert  Nelson  Back,  Rector 

Looking  toward  the  free  standing  altar  and  circular 

altar  rail.  The  great  east  window  with  its  ten  panels 

depicts  the  planning  and  construction  of  the  Church, 

the  Sacraments,  and  the  life  of  man  within  the 

Church. 
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